14       DOCKETED ITEMS

DOCKET 50-139 UNIV. OF WASHINGTON RESEARCH REACTOR

F. Security, medical, emergency & fire protection plans

9005090223 Forwards Amend 15 to License R-73 & safety evaluation. Amend removes
requirements for physical security plan & emergency plan from Tech Specs.
MICHAELS.T.S.   Non-Power   Reactors,   Decommissioning  &   Environmental   Proj.
Dir.(891001-900602). 90/05/07. ROBKIN.M.A. Washington, Univ. of, Seattle, WA. 3pp.
53786:204-53786:212.

-9005090225 Amend 15 to License R-73,removing requirements for physical security
plan & emergency plan from Tech Specs.

WEISS.S.H. Non-Power Reactors, Decommissioning & Environmental Proj.
Dir.(891001-900602). 90/05/07. 4pp. 53786:207-53786:210.

-9005090227 Safety evaluation supporting Amend 15 to License R-73.

*   Office of Nuclear Reactor Regulation, Director (Post 870411). 90/05/07. 2pp.
53786:211-53786:212.

P. Operating license stage documents & correspondence

9004250257 Advises that only RA2EBLD part of decommissioning plan needs to be
considered for NRC review & informs of decision to dismantle blag & recover site for
future use.

ROBKIN.M.A, Washington, Univ. of, Seattle, WA. 90/04/17. MiCHAELS.T.S. Non-
Power Reactors, Decommissioning & Environmental Proj. Dir.(891001-900602). 1p.
53636:001-53636:001.

9005090223 Forwards Amend 15 to License R-73 & safety evaluation. Amend removes
requirements for physical security plan & emergency plan from Tech Specs.
MICHAELS.T.S.   Non-Power   Reactors,   Decommissioning   &   Environmental   Proj.
Dir.{891001-900602). 90/05/07. ROBKIN.M.A. Washington, Univ. of, Seattle, WA. 3pp.
53786:204-53786:212.

-9005090225 Amend 15 to License R-73,removing requirements for physical security
plan & emergency plan from Tech Specs.

WEISS.S.H. Non-Power Reactors, Decommissioning & Environmental Proj.
Dir.(891001 -900602). 90/05/07. 4pp. 53786:207-53786:210.

-9005090227 Safety evaluation supporting Amend 15 to License R-73.

*   Office of Nuclear Reactor Regulation, Director (Post 870411). 90/05/07. 2pp.
53786:211-53786:212.

DOCKET 50-142 UCLA TRAINING REACTOR

P. Operating license stage documents & correspondence

9005070139 Responds to 890620 inquiry re licensee decommissioning of
plant.Instruments used by UCLA for releasing matls for unrestricted use appropriate.
WEISS.S.H. Non-Power Reactors, Decommissioning & Environmental Proj.
Dir.(891001-900602). 90/04/26. HIRSCH.D. Federation of American Scientists. 4pp.
53747:021-53747:024.

DOCKET 50-146 SAXTON NUCLEAR EXPERIMENTAL FACILITY

P. Operating license stage documents & correspondence

9004260272 Forwards "Final Release Survey Rept of Control & Auxiliary Bldg.Radwaste
Disposal Facility & Yard Pipe Tunnel for Facility."

HILDEBRAND.J.E. Saxton Nuclear Experimental Corp. 90/04/26. Document Control
Branch (Document Control Desk). 4pp. 53608:179-53609:071.

-9004260273 "Final Release Survey Rept of Control & Auxiliary Bldg, Radwaste Dis-
posal Facility & Yard Pipe Tunnel for Facility."

*  General Public Utilities Corp, - GPU Service Corp. 90/04/30. 273pp. 53608:183-
53609:071,

R. Periodic operating reports & related correspondence

9005230334 Forwards results of First Quarter 1990 insp of contaminated water from
containment vessel sump.Analysis received on 900508 indicated that activity concen-
tration of Sr-90, Co-60 & Cs-137 exceeded 10CFR20,App B limits.
HILDEBRAND.J.E. Saxton Nuclear Experimental Corp. 90/05/11. Document Control
Branch (Document Control Desk). 2pp. 53919:356-53919:358.

-9005300201 "Results of Containment Vessel Sump Water.First Quarter 1990."

*  Saxton Nuclear Experimental Corp. 90/03/31.1p. 53919:358-53919:358.

DOCKET 50-155 BIG ROCK POINT NUCLEAR PLANT

F. Security, medical, emergency & lire protection plans

9004240199 Advises that 900327 Rev 9 to security force suitability, training & qualifica-
tion plan consistent w/provisions of 10CFR50.54(p) & acceptable.
GREGER.LR. Region 3, Ofc of the Director. 90/04/12. EDDY.J.D. Consumers Power
Co. 2pp. 53588:307-53588:308.

9005020023 Forwards Insp Rept 50-155/90-09 on 900409-13,No violations noted.
GREGER.LR. Region 3, Ofc of the Director. 90/04/25. HOFFMAN.D.P. Consumers
Power Co, 2pp. 53670:343-53670:348.

-9005020025 Insp Rept 50-155/90-09 on 900409-13.No violations noted. Major areas
inspected'.security plan & procedures.mgt support & effectiveness.security program
audit.personnel training & qualification & previous insp findings.
KNICELEY,J,RM   CREED.J.R.   Region   3,   Ofc   of   the   Director,   90/04/25.  4pp.
53670:345-53670:348.

9005210081 Corrected Rev 114 to EPIP-1 .Attachment 1, "Classification of Emergency
Conditions," W/900514 Itr.
THOMAS.P. Consumers Power Co. 90/05/14. 2pp. 53873:144-53873:145.

9005220050 Forwards revised EPIP.including Rev 116 to EPIP-6F & EP1P-6J & Rev 95
to Vol 9 of "Site Emergency Plan."

THOMAS.P. Consumers Power Co. 90/05/14. Document Control Branch (Document
Control Desk). 1p. 53901:203-53901:342.

-9005220087 Revised EPIPs.including Rev 116 to EPIP-6F & EPIP-6J.
* Consumers Power Co. 90/05/14. 24pp. 53901:205-53901:230.

-9005220088 Rev 95 to Vol 9 of "Site Emergency Plan."
HOBE.M.A. Consumers Power Co. 90/04/24. 112pp. 53901:231-53901:342.

P. Operating license stage documents & correspondence

9003300128 Suppl 1 to Generic Ltr 89-13 to all holders of OLs or CPs for nuclear power
plants re svc water sys problems affecting safety-related equipment.Svc list encl.
PARTLOW.J.G. Associate Director for Projects (Post 870411). 90/04/04. Consolidat-
ed Edison Co. of New York, Inc. 128pp. 53601:001-53601:130.

9004260155 Responds to Itr providing resolutions of support from two State of Ml citi-
zen groups re Concerned Citizens for Charlevoix Area Noy 1989 petition.NRC in proc-
ess of completing evaluation of petition & decision will be issued.
MURLEY.T.E. Office of Nuclear Reactor Regulation, Director (Post 870411). 90/04/
20. SCOTT.D.S. Northern Michigan Eco-Watch. 4pp. 53615:308-53615:314.

-9004260159 Forwards resolutions of support from two State of Ml citizen organizations
re intervention against util & Big Rock Point filed by Concerned Citizens for Charlevoix
Area in Nov of last yr.

SCOTT.D.S. Northern Michigan Eco-Watch. 90/04/09. CARR.K. NRC - No Detailed
Affiliation Given. 2pp. 53615:312-53615:313.

-9004260162 Discusses 891111 petition to NRC by Concerned Citizens for Charlevoi>
Areas.Believes facility must meet minimal current worker safety & environ stds 8
agrees that operation should cease until objectives met.

MAXWELL.K. Tri-County Residents for Alternatives to Chemical Contamination. 90;
02/05. NRC - No Detailed Affiliation Given. 1p. 53615:314-53615:314.

9004200195 Generic Ltr 90-04 to all holders of OLs & CPs for nuclear power reactors r<
request for info on status of licensee implementation of generic safety issues resolvec
w/ imposition of requirements or corrective....Svc list encl.

PARTLOW,J.G. Associate Director for Projects (Post 870411). 90/04/25. Consolidat
ed Edison Co. of New York, Inc. 81pp. 53663:001-53663:083.

9005070127 Confirms plans to conduct mgt meeting on 900504 in Glen Ellyn.lL to dis
cuss staffing effects caused by early util retirement program.regulatory environ fc
plant w/limited life expectancy & topics of mutual interest.

GREENMAN.E.G. Region 3, Ofc of the Director. 90/05/01. BUCKMAN.F.W. Consult
ers Power Co. 1p. 53747:025-53747:025.

9005090155 Forwards Director's Decision DD-90-02,denying Concerned Citizens fc
Charlevoix Area 891111 petition requesting that Commission take action to require ui
to meet all current NRC design & safety criteria for plant.

MURLEY.T.E. Office of Nuclear Reactor Regulation, Director (Post 870411). 90/OE
04. BEEMON.J.B. Concerned Citizens for the Charlevoix Area. 7pp. 53786:21 <
53786:250.

-9005090156 Responds to petition on behalf of concerned citizens dtd 891111
amended on 900415.

MURLEY.T.E. Office of Nuclear Reactor Regulation, Director (Post 870411). 90/0!
04. BEEMON.J.B. Concerned Citizens for the Charlevoix Area. 1p. 53786:22
53786:222.

-9005180169 Director Decision DD-90-02 re 891111 petition & 900315 amend to pe
tion from Concerned Citizens for Charlevoix area.

MURLEY.T.E. Office of Nuclear Reactor Regulation, Director (Post 870411). 90/0
04. 25pp. 53786:223-53786:248.

-9005090157 Notice of issuance of Director Decisions re 891111 & 900315 petiti
filed by concerned citizens of Charlevoix area re plant.

MURLEY.T.E. Office of Nuclear Reactor Regulation, Director (Post 870411). 90/0
04. 2pp. 53786:249-53786:250.

9005150309 Notification of 900515 meeting w/util in Rockville.MD to discuss details
plant simulator facility.

MASCIANTONIO.A. Project Directorate 111-1. 90/05/11. MURLEY.T., MIRAGLIA,
RUSSELL,W. NRC - No Detailed Affiliation Given. 2pp. 53821:357-53821:358.

9005090120 Suppl 1 to Generic Ltr 90-03 to all power reactor licensees & applicants
relaxation of staff position in Generic Ltr 83-28,ltem 2.2,Part 2, "Vendor Interface
Safety-Related Components." Svc list encl.

PARTLOW.J.G. Associate Director for Projects (Post 870411). 90/05/14. Consolk
ed Edison Co. of New York, Inc. 90pp. 53801:001-53801:090.

9005220060 Responds to 900227 request for addl info re util 861229 exemption reqi
for alternate rod injection portion of ATWS requirements.per USl A-9.
EDDY.J.D. Consumers Power Co. 90/05/14. Document Control Branch (Docurr
Control Desk). 24pp. 53879:260-53879:283.

9005090388 Correction to Suppl 2 to Generic Ltr 88-20, "Accident Mgt Strategies
Consideration in Individual Ptant Exam Process." Svc list encl.
PARTLOW.J.G. Associate Director for Projects (Post 870411). 90/05/16. Consoli
ed Edison Co. of New York. Inc. 277pp. 53903:001-53903:277.

-9003300127 Suppl 2 to Generic Ltr 88-20 to all holders of OLs & CPs for nuc
power reactor facilities re accident mgt strategies for consideration in individual p
exam process.Svc list encl.

PARTLOW.J.G. Associate Director for Projects (Post 870411). 90/04/04, Consol
ed Edison Co, of New York, Inc. 138pp. 53903:092-53903:277.ol Branch (Document Control Desk). 1p. 53880:262-53880:262. for dates for
